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USOECD 

E.O. 11652: N/A 
TAGS: ETRD, CA 

SUBJECT: COUNTERVAILING DUTY INVESTIGATION - OPTIC LIQUID 
LEVEL SENSING SYSTEMS 

REE: STATE 13552 

1 . TREASURY PUBLICATION OP PRELIMINARY APFIRMATIVE 
COUNTERVAILING DUTY DETERMINATION CONCERNING OPTIC LIQUID 
LEVEL SENSING SYSTEMS FROM CANADA WILL BE DELAYED BY A FEW 
DAYS. WILL ADVISE WHEN PUBLICATION AND PRESS RELEASE DATES 
KNOWN. POSTS SHOULD NOT DECONTROL REFTEL NOR USE CONTENTS 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 141392 

IN RESPONDING TO INQUIRIES UNTIL PRESS RELEASE IS ISSUED. 

2. DECONTROL JUNE 30, 1978. VANCE 
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